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17"&15"TFT LCD MONITORS 



LM750, LM550 



These Norcent TFT LCD monitors not only save space, but provide exceptional picture quality with nearly 
side-to-side horizontal viewing. They even can be wall mounted to save more space. 

SPECIFICATIONS 



Size (Display Size) 


15"TFT (12" x 9") 




17" TFT (13.3" x 10.6") 


Pixel Pitch 


15": 0.297 x 0.297 mm 




17": 0.264 x 0.264mm 


Input Signal 


15Pin D-SUB , 0.7Vp-p Analog (75ohm) 


Frequency 


15": Horizontal: 30-61KHz, Vertical: 50-75Hz 




17": Horizontal: 30-82KHz, Vertical: 50-75Hz 


Display Colors 


16.7M(or 262K) 


Resolution (HxV) 


1024 x 768 75Hz 


Contrast 


300:1 


Brightness 


250cd/m2 


Power Supply 


35W AC/DC Adapter 100-250v 50/60Hz 


Response Time 


8ms/Tr 22ms/Tf 


User Controls 


Menu, +, -, Enter, Power 




OSD Control for: Brightness, Contrast, Phase, 




Clock, Auto, H-Position, V-Position, Sharpness, 




Language, Color Temp., Exit 


Viewing Angle: Horizontal 


140° 


Vertical 


110° 


Dimensions 


15": 14.2"xl5.6"x6.7" 




17": 16.1"xl6.1"x6" 


Special Feature 


Speakers (2x2W) 



Because its products are subject to continuous improvement, Norcent Technology reserves the 
right to modify product design and/or specifications without notice and without incurring any obli- 
gations. © 2002 Norcent Technology, Inc. All rights reserved. 
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